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STANFORD RESEARCH INSTITUTE 

MENLO PARK, CALIFORNIA 94025 
(415) 326-6200 


July 25, 1974 



I will be in Washington oJl August 15th and would like to 
stop by and see you if you will be there and it’s convenient. 
I'll be on vacation from now until the 12th, so you might just 
drop a line to let me know. 


Best regards, 



Manager, Neurophysiology Program 
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